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Contract: 


Date: November 7, 1958 


he ew 
(Contractor 
L—— — eC 
(Contracting Officer) °° °°» §¥” 
FOIAb3b1 
Ne Rg eg I ee gee 
No. — No. Nomenclature Oty. Unit Price Total Price 
TL Rn eee that 
1 F902 565 Tester 9 $31.74 $285.66 
2 F2609—1 Cover 100 > $.11 $11,00 


EReoeenee Se ome ee 


TOTAL: $296.66 


eg Nelivery3 ; 
Prices are fair and reasonable and this C 


Exhibit is hereby approved, 


296. 86 Contractor warrants prices conform to the 
- price formula in effect to date of the 


Exhibit. 
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ontracting 9 
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